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Message Text 

UNCLASSIFIED 

PAGE 01 ALGIER 02123 220821Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

128944 220938Z/17 

R 220700Z AUG 77 
FM AMEMBASSY ALGIERS 
TO USDOC WASHDC 
INFO AMEMBASSY BRUSSELS 
AMEMBASSY ATHENS 
SECSTATE WASHDC 7061 

UNCLAS ALGIERS 2123 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BEXP.AG 

SUBJECT: FOREIGN TENDER - MAJOR PROJECT 

1. 721/01/T0417 

2. 082177 

3. B.HEMMINGS 

4. 721 ALGERIA 

5. Y. STATE TOURIST AND HOTEL CORPORATION 

6A. SUBMIT OFFERS BY REGISTERED MAIL 

6B. DIRECTION GENERALE 

6C. ALTOUR 

8, RUE DU DR. DAADANE 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ALGIER 02123 220821Z 
ALGIERS, ALGERIA 

7. 2/77 

8. 092077 

9. 204 9A. FOREIGN STATE CORPORATION TENDER. 
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10. SUPPLY OF FOLLOWING EQUIPMENT: 

1) 3561 1XX - 16 ELECTRICAL SUBMERGED CENTRIFUGAL 
PUMPS WITH "PLAQUE DILACERATRICE" FOR DRAINAGE OF 
WATER AND FECAL WASTES: DOUBLE MOUNTED TO OPERATE 
IN AUTOMATIC SEQUENCE, UNIT 150 M.3 TO HMT 20M. MOTOR: 

18.5 KW TO 1450 TR-MN. 3 PHASE CURRENT 380 VOLTS - 

50 HZ - STAR TRIANGLE START; 

2) 3561 1XX - 4 ELECTRICAL SUBMERGED CENTRIFUGAL 
PUMPS. SAME CHARACTERISTICS AS ABOVE BUT TRANS- 
PORTABLE WITH 38 M. OF ELECTRIC CABLE, SPECIAL 
CONNECTOR AND SWITCH; 

3) 3561 1XX - 30 TRANSPORTABLE SUBMERGED SITE-TYPE 
PUMPS, MINIMUM OUTPUT 4 M3 TO 18M., WORK LOAD WITH 
3KW TO 2850 TR-MN MOTOR, 3 PHASE CURRENT 380 VOLTS - 
50 HZ - 

2 1/2 INCH OUTLET. BOTTOM OF ALUMINIUM ALLOY AND 
COVERED IN RUBBER. MAX. WEIGHT 30 KG. PLUS 20 M. 

OF CABLE WITH PLASTIC ANTI-SHOCK CONTRACTOR EQUIPED 
WITH INSULATING CONTROL SYSTEM AND 30 M. OF FLEXIBLE 
CABLES, FIRE TYPE AND CORRESPONDING JOINTS; 

4) 35994XX - A COMPLETE LOT OF MECHANICAL SPARE PARTS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 ALGIER 02123 220821Z 

AND FILLER JOINTS INCLUDING 4 BASE FEET, COMPLETE 
"10 PLAQUES DIL ACERATRICES " , 10 WHEELS AND 4 PUMP 
BODIES; 

5) 3613XXX - COMPLETE LOT OF ELECTRIC SPARE PARTS, 
INCLUDING 2 CONTROL PANELS FOR DOUBLE-MOUNTED 
STATIONS TO OPERATE IN ALTERNATING AUTOMATIC SEQUENCE, 
20 CUT-OFF FLOATS WITH 10 M. OF CABLE; 

6) THE TRAINING OF A SPECIALISED WORKER. 

1 1 . TENDER DOCUMENT CAN BE OBTAINED FROM ADDRESS PARA 
6B AND C, COST OF DOCUMENT UNKNOWN. OFFERS MUST BE 
TAX-FREE CIF ALGIERS AND INCLUDE TECHNICAL LITERATURE. 
OFFERS AND CORRESPONDENCE IN FRENCH REQUIRED; ALL 
SPECS. METRIC. 

HAYNES 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 22-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ALGIER02123 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770302-0433 
Format: TEL 
From: ALGIERS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770839/aaaabgrz.tel 

Line Count: 1 1 1 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: cc7efa56-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1533347 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN TENDER - MAJOR PROJECT 
TAGS: BEXP, AG 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/cc7efa56-c288-dd1 1-92da-001cc4696bcc 
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